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UNCLASSIFIED 

PAGE 01 CARACA 02672 2020 19Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

064320 202151Z/64 

R 201827Z MAR 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1633 

UNCLAS CARACAS 2672 

PASS TO OED/MEPD AND OIM 


Message Text 


E.O. 11652: N/A 
TAGS: BENC, ENRG, VE 

SUB J : URIBANTE-CAPARO HYDROELECTRIC PROJECT 


REF: 77 CARACAS 9347 


CADAFE HAS QUALIFIED THE FOLLOWING FIRMS FOR REF PROJECT: 

A. BENVENUTO BARSANTI S.A.-DELL'ACQUA S.A.-BYKSA 

B. VINCCLER C.A. 

C. OFICINA TECHNICA INATACA C.A. INGENIEROS CIVILES ASOCIADOS 

D. CONSTRUCTORA ESFEGA C.A.-C.A. DAYCO DE CONSTRUCCIONES- 
EDIVIAGRO C.A. 

E. TECNICA INTEGRAL-A.B . SHANSKA-FOUNDATION INTERNATIONAL LTD. 

F. TECNICA CONSTRUCTORA C.A.-CONSTRUCTORA DYCVEN S.A.- 
DRAGADOS Y CONSTRUCCIONES S.A. 

G. CONVEDETEC- MORRISON KNUDSEN INTERNATIONAL CO. 

H. SMERALDI C.A. IMPREGILO S.P.A. 

I. SOLETANCHE DE VENEZUELA C.A.-FOURGE-ROLLE S.A. 

BIDS WILL BE RECEIVED IN CADAFE'S OFFICE IN CARACAS AT 100 HOURS ON 
30 JUNE 1978. 

VARY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: HYDROELECTRIC POWER PLANTS, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 mar 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CARACA02672 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 23-0285 
Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780348/aaaabotu.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 4c54f2c3-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 CARACAS 9347 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3272403 
Secure: OPEN 
Status: NATIVE 

Subject: URIBANTE-CAPARO HYDROELECTRIC PROJECT 
TAGS: BENC, ENRG, VE 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/4c54f2c3-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 
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